
24 November 1953 

MEMORANDUM FOR: Acting Deputy Director (Administration) 

SUBJECT : Action to be Taken on Microfilm Project of the 

Office of Collection and Dissemination 


1. Reference is made to my memorandum of 16 November 1953, 
subject: Statement of Nonconcurrence in Staff Study Prepared by 
Organization and Methods Service dated 15 October 1953, Subject: 
Microfilm Program of the Office of Collection and Dissemination. 


25X1 A9A from 

Director 



24 November, I received a telephone call 

Staff Assistant to the Acting Deputy 

Administration) advising that you had approved the 
implementation of the proposed microfilm program of the Office 
of Collection and Dissemination. In view of your decision, we 
are proceeding with the following: 


a. Installation of alterations and renovations in 
Riverside Stadium estimated to cost $7,500, and 


b. To approve the procurement of such equipment as 
OCD requires for this purpose. (Approximately $15,000) 


3. Does your approval also include the entire OCD proposal 
with consideration for the questions raised in my above referenced 
memorandum? Your advice and direction on this matter will be 
appreciated. 


Chief, General Services Office 


25X1 A9A 
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